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Message Text 



UNCLASSIFIED 

PAGE 01 PORT L 00768 0707 16Z 
10 

ACTION SY-10 

INFO OCT-01 AF-05 ADP-00 /016 W 

022491 

R 070645Z AUG 73 
FM AMEMBASSY PORT LOUIS 
TO SECSTATE WASHDC 4027 
INFO AMEMBASSY PRETORIA 

UNCLAS PORT LOUIS 0768 

DEPT FOR SY/T 
PRETORIA FOR TSO 

E.O.l 1652: N/A 
TAGS: ASEC 

SUBJECT: DISINTEGRATOR PARTS 
REF: STATE 152254 

1. LOCAL ELECTRICAL COMPANY'S MANAGER/ELECTRICAL ENGINEER CONSULTED 
REINSTALLATION DISINTEGRATOR. THE FOLLOWING IS PROVIDED AS 
CLARIFICATION IN THIS REGARD: 

A. LOCAL POWER COMPANY'S DECLARED ELECTRICAL SUPPLY IS 230/400V, 

3 PHASE, 4 WIRE, 50HZ AC. 

B. THE DISINTEGRATOR MOTOR IS DUAL- WOUND. 240/480V (AS STATED ON 
DATA PLATE) AND IS NOW CONNECTED AND OPERATING PERFECTLY ON 
400 VAC. 

C. A STARTER SOLENOID, 3 PHASE 400V COIL WAS INSTALLED, ON 

LOAN BASIS, REPLACING BURNED OUT PARTS. THAT WAS REASON FOR TSO'S 
ATTEMPTING OBTAIN NEW ONES. 

D. COMPANY HAS AGREED LEAVE INSTALLATION AS IS. THEREFORE NO 
REPLACEMENT PARTS NECESSARY. 

2. POST APPRECIATES EFFORTS ALL CONCERNED AND REGRETS ANY 
INCONVENIENCES. 

SULLIVAN 
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Capture Date: 01 JAN 1994 
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Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 07 AUG 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973PORTL00768 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: PORT LOUIS 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730853/aaaabmye.tel 

Line Count: 51 
Locator: TEXT ON-LINE 
Office: ACTION SY 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
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Review Action: RELEASED, APPROVED 
Review Authority: martinjw 
Review Comment: n/a 
Review Content Flags: 
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Review Event: 
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